Alarms 


Drug Laboratory Alarm 

The third floor drug laboratory is protected by a silent alarm system that rings to. Automatic Alarm 
When the alarm rings Automatic Alarm WILL: Call THE FRONT DESK 

The S/O will call (A) Chuck Salemi (781) 942-0077 (B) Della Saunders (617) 296-2323 (C) 
Peter Piro (781) 861-6781 (D) Mike Lawler (508) 584-4369 (E) Shirley Sprague (617) 323-7803 


----Computer Services Alarm-- 

Computer Services is equipped with an alarm system to detect fire, water, and unauthorized 
access. The alarm horn is located in the corridor outside Computer Services. The alarm system is 
not connected to any remote monitoring or notification system. 

When the alarm sounds, an annunciator panel located outside Computer Services will indicate 
the reason for the alarm. If the alarm sounds, you should immediately notify: 

Eric Solomont 508-788-9225 
Pager 617-362-4756 

In addition you should check the annunciatior panel to determine the cause of the alarm. If the 
annunciator indicates: 

Burglary or Fire you should dial 911. 


Animal Quarters Alarm 

The Animal Quarters is equipped with a Automatic Alarm high/low temp alarm. If you receive a 
call from Automatic Alarm respond by calling the following individuals: 

Calls made simultaneously to the following 3 contacts: 

1 ) Larry Carradini (1-978) 970-0755 Pager / Cell 978)-930-1930 
2) Filipe Oliveria Home / Cell 617-648-7919 
SEE STANDARD OPERATING PROCEDURE AT THE END OF THIS SECTION FOR MORE DETAIL 
Extrem Emergency (imminent dager to animals, (ie) Flood or Fire 












